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BOX 331, BEL AIR, MARYLAND 21014 
TELEPHONE: TErrece 8-6550 


12 February 1970 


Mr.’ Emory L. Brown, Jr. 
Route 4, Box 82 

Squankum Road 

Farmingdale, New Jersey 07727 


Dear Mr, Brown: 


| Reference your letter of 9 February on the caliber 6,5 x 52mm Carcano 
rifle, we have no report and will have to resort to general comments, 


_ First, the rifle is not particularly accurate by ordinary standards but 
its inherent accuracy is far better than that of aiming in our tests for the 
CBS study of the Warren Commission Report. The telescopic sight sold 
by Kleins was not of high grade but its use certainly increased the proba- 
bility of hitting at the ranges in the assassination of President Kennedy. 


Regarding the penetration, our experience with CBS demonstrated that 
the bullet could have passed through the President's neck, Governor 
Connelly's chest and wrist in succession and sustained very little damage, 
As you know from the Warren Commission Report, the bullet that entered 
President Kennedy's head did break into fragments. We fired the bullet 
through a 14-inch green maple tree, which indicates that it did not fragment 
under these circumstances. This particular bullet may have been one with 
the more commion steel jacket rather than the cupro-nickel one on the am- 
munition used in the Kennedy assassination, 


Very truly yours, 

H.P, WHITE LABORATORY 
X seduce 

W.D. Dickinson ——— 
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